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_ Book Review. Mediating bioethical disputes: A prac- 
tical guide (Schroeter) 62 (Oct 95) 663 
EVALUATION, PRODUCT see PRODUCT 
EVALUATION 
EXCELLENCE 
Award for Excellence. Award for Excellence in Peri- 
operative Nursing recipient emphasizes nurses’ 
value (Tenzer) 61 (Jun 95) 944 | 
EXPANDED NURSING PRACTICE see 
ADVANCED NURSING PRACTICE 


EXPOSURE, OCCUPATIONAL see 


OCCUPATIONAL EXPOSURE 
EXTRAORDINARY TREATMENT see LIFE 
SUPPORT CARE 


‘EYE PROTECTIVE DEVICES 


Open sterile supplies; dress codes; eyeglass holders; 
insect control; sterile sleeves; compression stock- 
ings (CI) (Thompson) 62 (Dec 95) 939 

EYE SURGERY see SURGERY, EYE 
FACILITY DESIGN AND.CONSTRUCTION 

Minor surgery in cystoscopy rooms; mobile rack stor- 
age; OR construction; jewelry in ORs; open sterile _ 
setups (CI) (Fogg) 62 (Jul 95) 102 

FACTOR I see FIBRINOGEN 

FDA (US) SEE UNITED STATES FOOD AND 
DRUG ADMINISTRATION 

FELLOWSHIPS, STUDENT see 
SUPPORT, FINANCIAL 

FETAL MONITORING 

Surveyed use of fetal and uterine monitoring during 

maternal surgery 62 (Sep 95) 386 
FIBRINOGEN 
Intraoperative preparation of autologous fibrin gel 
_ (Pharm) (Pace) 62 (Oct 95) 604 
FILM REVIEW see VIDEORECORDINGS| 
FINGER INJURIES 4 
Leech therapy in digital reptafitation (Golden) 62 
(Sep 95) 364 
FINGERNAILS see NAILS 
FIRES 
A multidisciplinary approach to intraoperative fire 
safety (Fennell) (PI) 62 (Oct 95) 636 | 
FLAPS, SURGICAL see SURGICAL FLAFS 
FORMS see DOCUMENTATION 
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Home Study Program. Acetabular fractures (Klinger) Minis hones) 61 (Apr 95) 755 
61 (Jan 95) 157. Letter 61 (May 95) 802. Response HEALTH CARE TEAM see PATIENT CARE 
61 (May 95) 802 TEAM 
FRINGE BENEFITS see SALARIES AND FRINGE HEALTH EDUCATION 


BENEFITS 
FRONTAL BONE see SKULL 
‘GASTROESOPHAGEAL REFLUX 

' Laparoscopic Nissen fundoplication to treat gastroe- 
sophageal reflux (Stengel) 61 (Mar 95) 483. Correc- 
‘tion 61 95) 804 

GELS 

Intraoperative preparation of autologous fibrin gel 

(Pharm) (Pace) 62 (Oct 95) 604 
GERONTOLOGIC CARE 

Barriers to pain management in elderly initieah 
patients (EC) (Moddeman) 61 (Jun 95) 1073 | 

Revascularization versus amputation for elderly 
patients (EC) (Bunt) 62 (Sep 95) 433 

GLOTTIS 

Absorbable gelatin powder injection for transient 

vocal cord paralysis (Miller) 61 (May 95) 821 
GLOVES | 


Barrier protection and latex allergy associated with ~ 


surgical gloves (Korniewicz) 61 (Jun 95) 1037 
GOGGLES see EYE PROTECTIVE DEVICES 
GRADUATE NURSING EDUCATION see _ 

EDUCATION, NURSING, GRADUATE | 
GRANTS 
Book Review. Grant Application Writer’s Handbook 
(Seifert) 62 (Nov 95) 822 
GRANTS AND SUBSIDIES, EDUCATIONAL see 
TRAINING SUPPORT FINANCIAL 
GRANTS AND SUBSIDIES, RESEARCH see 
RESEARCH SUPPORT 
HANDWASHING 
Cover gowns; surgical hand scrubs; smoke evacua- 
tors; operative record abbreviations; open sterile _ 

setups (CI) (Smith) 61 (Apr 95) 753 

HEAD INJURIES 
Scalpereplantation after traumatic injury (Rivera) 
(Aug 95) 175 
HEALTH CARE REFORM 
Book Review. American Health 
_ ide? (Edwards) 61 (Apr 95) 74 
Health Care Reform News. AORN urges members to — 
_share expertise with Congesssional representatives 
(Palmer) 61 (Mar 95) 473 
Health Care Reform News. Congress, states approach 
health care reform tentatively (Palmer) 61 Gan 95) 
251 
Knowing what shapes lawmakers’ views could help 
_ nurses influence policy decisions (Legis) (Avery) 62 
(Sep 95) 447 
A new response to questions about health care 
restructuring (PM) (Rothrock) 61 (Feb 95) 308 
~ S$tate health care reform blocked by federal legislation 


: Rebirth or Sui- 


Fostering consumer demand for perioperative regis- 
‘tered nurses is a top priority for AORN members 
(PM) (Murphy) 61 (Jun 95) 924 
HEALTH EDUCATORS 
The role of the corporate clinical nurse educator in _ 
the changing health care environment (O) eo: 
lette).61 (Jan 95) 219 
HEALTH INSURANCE REIMBURSEMENT see 
INSURANCE, HEALTH, REIMBURSEMENT 


HEALTH PERSONNEL 


Debate about “any willing provider” laws continues 
in 1995 (Legis) (Avery) 61 (Mar 95) 594 
HEALTH PERSONNEL, UNLICENSED 
AORN position statement on unlicensed assistive 
personnel’61 (Jun 95) 956 
Board approves proposed perioperative advanced 
~ practice definition, unlicensed assistive personnel 
position statement (BR) (Lewis) 61 (Jan 95) 21 
Recent nurse march on Washington, DC, designed to 
draw legislation (Legis) (Avery) 61 (Jun 95) 1091 
Role redesign in perioperative settings (W — 
61 (May 95) 834 
Unsubstantiated assumptions about unlicensed assis- 
tive personnel obscure the challenge of delivering 
quality patient care (PM) (Murphy) 62 (Jul 95) 8 


_ Verbal abuse among OR staff.members; RN reduc- _ 


tions; competency to practice; patient care conflicts 
(CI) (Hamblet) 61 (Feb 400 


HEALTH POLICY 


Book Review. Health Policy and Nursing: Crisis and. 
Reform in the US Health Care Delivery System — 
(Lowenstein) 61 (Mar 95) 591 

HEART CATHETERIZATION 
Research Revigw. Cardiac catheterization: The 
__ patients’ perspective (Leske) 62 (Nov 95) 819 
HEART SURGERY 3 

Book Review. Cardiac Surgery: Current Issues 2 
-(Shartel) 61 (Jun 95) 1088: 

A comparison of two skin preps used in cardiac surgi- 
cal procedures (Hagen) 62 (Sep 95)393, 

- Minimizing patients’ hypothermia and bleeding after 
cardiac surgery (Lewis-Sims) 61 (Apr 95) 731 
HEART TRANSPLANTATION 

The challenge of performing three heart transplanta- 

tions in one day (Sedlacek) 61 iad 95) 712 


- HEATING 


Climate control; high-level disinfection; implants; 
terminal cleaning of ORs; surgical scrub areas (Cl) 
(Fogg) 62 (Oct 95) 646 

HEMORRHAGE 
Minimizing patients’ hypothermia and bleeding after 
Cardiac 61 (Apr 95) 731 * 
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HEPATIC ARTERY 
Hepatic artery chemoembolization henteinie for hepatic 
tumors (PP) (Rospond) 61 (Mar 95) 573 
HERPES SIMPLEX 
Skin preps; herpes simplex lesions; size of i instrument 
sets; surgical masks; irrigation solutions (CT) 
(Thompson) 62 (Sep 95) 439 
HIRSCHSPRUNG DISEASE 
Laparoscopic Swenson pull-through procedure for 
congenital megacolon (George) 62 (Nov 95) 727 
HISPANICS 
Book Review. Spanish for Health Care Professionals 
' (Lahde) 61 (May 95) 882 
HISTORY OF NURSING 
_A salute to the nurses of World War II (Breakiron) 62 
95) 710 | 
The way it was—perioperative nursing 50 years ago 
(Ed) (Giordano) 62 (Nov 95) 702 
HIV see HUMAN IMMUNODEFICIENCY VIRUS 
HOLISTIC CARE 
Book Review. Healing on the Edge of Now (Stone) . 
3 - 61 (Feb 95) 428 
~ HOSPITAL ADMISSION TESTS see DIAGNOSTIC 
TESTS, ROUTINE 


_ HOSPITAL DESIGN AND CONSTRUCTION 


Climate control; high-level disinfection; implants; _ 
terminal cleaning of ORs; surgical scrub areas (CI) 
(Fogg) 62 (Oct 95) 646 - 


HOSPITAL HOUSEKEEPING see HOUSEKEEP- 


ING DEPARTMENT | 
HOUSEKEEPING DEPARTMENT 
_ Climate control; high-level disinfection; implants; 
terminal cleaning of ORs; surgical scrub areas (CI) 
(Fogg) 62 (Oct 95) 646 
HUMAN IMMUNODEFICIENCY VIRUS 
., Emotional distress suits brought after exposure to 
HIV (Law) (Murphy) 62 (Sep 95) 442 
HUMIDITY 
Climate control; high-level disinfection; snliaaie: 
terminal cleaning of ORs; surgical scrub areas (CI) 
(Fogg) 62 (Oct 95) 646 
HUMOR see WIT AND HUMOR 
HYDROCEPHALUS 
Neuroendoscopic laser-assisted ventriculostomy 
the third ventricle (Williams) 61 (Feb 95) 345 
‘HYPERSENSITIVITY. 
- Barrier protection and latex allergy associated with 
surgical gloves (Korniewicz) 61 (Jun 95) 1037 
HYPOTHERMIA 
Minimizing patients’ hypothermia and bleeding after 
cardiac surgery (Lewis-Sims) 61 (Apr 95) 731 } 
Thermal regulation of patients. during the periopera- 
tive period (Dennison) 61 (May 95) 827 
HYSTERECTOMY 
Outpatient vaginal hysterectomy as a new trend i in 
gynecology (Bran) 62 (Nov 95) 810 
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IMAGING, DIAGNOSTIC see DIAGNOSTIC 
IMAGING 
IMPAIRMENT, HEALTH PROFESSIONAL 
Alcohol abuse and nurses (CC) (Markey) 61 (Mar 95) 
399 
Substance abuse in the perioperative — (CC) 
(Dillmann) 62 (Jul 95) 111 
IMPLANTS, ARTIFICIAL 
Climate control; high-level. disinfection; implants; 
terminal cleaning of ORs; surgical scrub areas (CI) 
(Fogg) 62 (Oct 95) 646 
IMPLANTS, DENTAL see DENTAL IMPLANTS 
INDUSTRY 
The role of the corporate clinical nurse educator in — 
the changing health care environment (O) (Nico- 
lette) 61 (Jan 95) 219 
INFECTION CONTROL 
Book Review. Infections and Nursing Practice: Pre- 
_ ventions and Control (Allen) 61 (Apr 95) 747 
Meeting infection control standards in the OR (Allen) 
62 (Oct 95) 595 
INFECTIOUS DISEASES see COMMUNICABLE 
DISEASES 
INFERIOR VENA CAVA see VENA CAVA, 
INFERIOR 
INFERTILITY 
Book Review. Reproductive Medicine and Surgery © 
(Robinson) 62 (Oct 95) 663 - 
INFORMATION NEEDS | 
_ A surgical services learning needs assessment 
(Piatkowski) 62 (Aug 95) 251 


-INFORMATION RESOURCES 


Member consultations; new services from the Center 
for Nursing Practice; other information sources for 
nurses (CI) (Thompson) 61 (Jun 95) 1076 


INSERVICE EDUCATION see STAFF 


MENT 


-- INSERVICE EDUCATORS see STAFF DEVELOP- 


MENT INSTRUCTORS 
INSTRUCTORS, STAFF DEVELOPMENT see 
STAFF DEVELOPMENT INSTRUCTORS 
INSTRUMENT CONSTRUCTION 
Developing an instrument for measuring patient satis- 
faction (Forbes) 61 (Apr 95) 737 
INSTRUMENTS, SURGICAL see SURGICAL 
INSTRUMENTS 
INSURANCE, HEALTH, REIMBURSEMENT 
A summary of AORN’s efforts toward achieving 
_ recognition and reimbursement for RN first assis- 
tants (Legis) (Palmer) 61 (Feb 95) 431 


INTENSIVE CARE NURSING see CRITICAL 


CARE NURSING 

INTERDISCIPLINARY HEALTH TEAM see 
PATIENT CARE TEAM 
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Incorporating art into the patient experience (PI) 
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(Brumm) 61 (Jun 95) 995 : units; laser safety; blood spills on surgical records 
INTRAOPERATIVE CARE (Moss) 62 (Aug 95) 266 | 
_ Intraoperative preparation of autologous fibrin gel LASER SURGERY | 
(Pharm) (Pace) 62 (Oct 95) 604 Laser ablation of recurrent | in 
4 A multidisciplinary approach to intraoperative fire - children (Andrews) 61 (Mar 95) 532 
safety (Fennell) (PI) 62 (Oct 95) 636. ..Neuroendoscopic laser-assisted ventriculostomy of 
INTRAVENOUS DRUG ADMINISTRATION see the third ventricle (Williams) 61 (Feb 95) 345 
_ . ADMINISTRATION, INTRAVENOUS LATEX 
IRRIGATION : Barrier protection and latex allergy associated with 
Skin preps; herpes simplex Niiaiaed: size. of instrument surgical gloves (Korniewicz) 61 (Jun.95) 1037 . 
sets; surgical masks; irrigation solutions A nee Research Review. Quantification of occupational 
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TATION OF HEALTHCARE ORGANIZA- : LATINOS see HISPANICS — 
TIONS *, | LAVAGE see IRRIGATION 
JEWELRY _ LEARNING NEEDS SEE INFORMATION NEEDS 
_ Minor surgery in cystoscopy rooms; enolic rack LEARNING STYLES 
storage; OR construction; jewelry in ORs; open _ Using learning style preferences for pekioperative 
_ sterile setups-(CI) (Fogg) 62 (Jul 95) 102. | clinical education (Brazen) 61 (Jan 95) 189 
JOB ORIENTATION see EMPLOYEE ORIENTA- LEECHES 
TION Leech therapy in digital replantation (Golden) 62 
JOB STRESS see STRESS, OCCUPATIONAL _ (Sep 95) 364 
JOINT COMMISSION ON ACCREDITATION OF —— LEGAL LIABILITY see LIABILITY, LEGAL 
HEALTHCARE ORGANIZATIONS LEGAL PROCEDURE 
Training for sales professionals; product endorse- _ Preparing to give testimony at a deposition and a 
ments; methyl methacrylate; AORN ey. _. trial (Law) (Ziel) 62 (Dec 95) 944 
"(CID (Moss) 62 (Nov 95) 815 LEGISLATION | 
_ JOINT PRACTICE a _ Debate about “any willing provider” laws continues 
Book Review. Nurse-Physician Golidborasion: Care - in 1995 (Legis) (Avery) 61 (Mar 95) 594 
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Nurses and physicians attempt to define collabiecation (Palmer) 61 (Mar 95) 473 
- and practice roles (Legis) (Avery) 62 (Jul 95) ate _ Knowing what shapes lawmakers’ views could help 
JOINT VENTURES nurses influence policy decisions (Legis) (Avery) 62 
“| Survive or thrive—which would you choose for the (Sep 95) 447 
3 Association? (PM) (Murphy) 62 (Oct 95).494 : Nurse Education Act and National Institute for Nurs- 
KETAMINE | - ing Research funding in jeopardy (Legis) (Avery) 
The use of diazepam and iiiaeeiiien for IV conscious 62 (Aug 95) 279. Letter 62 (Oct 95) 505 - 
sedation in outpatient mnpety, settings (PI) (Ringler) = Nurses and physicians attempt to define collaboration 
62 (Oct 95) 638 : | and practice roles (Legis) (Avery) 62 (Jul 95) 107 
KIDNEY NEOPLASMS Recent nurse march on Washington, DC, designed to 
‘Excision of renal cell carcinoma siti the inferior ; draw legislation (Legis) (Avery) 61 (Jun 95) 1091 
vena cava (Riddleberger) 62 (Oct 95) 551 State health care reform blocked'by federal legislation 
LABELING, PRODUCT see PRODUCT LABELING —_ (Legis) (Avery) 61 (Apr 95) 755 
LAPAROSCOPIC SURGERY see SURGERY, .. States grapple with a multitude of issues in 1995 
LAPAROSCOPIC : legislative | sessions (Legis) (Avery) 61 (May: 95) 
4 Book Review. Essentials of Laparoscopy Gdubert) - - A summary of AORN’s efforts toward achieving 
61 (Mar 95)590 recognition and reimbursement for RN first assis- 
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_ 970 | : 
AORN JOURNAL 


a—~ 
| 


DECEMBER 1995, VOL 62, NO 6 
INDEX 


LETTER WRITING see WRITING 


LIABILITY, LEGAL 


Emotional distress suits brought after exposure to 
HIV (Law) (Murphy) 62 (Sep 95) 442 
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tive nurses’ liability? (Law) (Merriman) 61 (Jan 95) 
258 

The patient’s right to hiaaie (Law) (Owen) 61 lato 
95) 864 


Action alert—old and new villains are 


our right to practice (Ed) (Giordano) 62 _— 95) 


499. Letter 62 (Dec 95) 871 
LIMB SALVAGE 


Revascularization versus amputation for elderly 


patients (EC) (Bunt) 62 (Sep 95) 433 
LITIGATION PROCESS see LEGAL PROCEDURE 


LIVER NEOPLASMS 


Hepatic artery chemoembolization ein ~ hepatic 
tumors (PP) (Rospond) 61 (Mar 95) 573 


LOANS, STUDENT see TRAINING SUPPORT, 


FINANCIAL 
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LUNG NEOPLASMS 


Research Review. Smoking behaviors of women after 
_ diagnosis with lung cancer (Allen) 62 (Oct 95) 659 


MANAGED CARE PROGRAMS 
_ Film Review. Managing in a managed care environ- ~ 


ment: The capitated environment (Botsford) 62 (Aug 
95) 283. Clarification 62 (Oct 95) 506 


MANAGEMENT 


A career ladder program designed by perioperative 
staff nurses (Day) 62 (Nov 95) 805 

Developing critical pathways for the operating room 
(Wieczorek) 62 (Dec 95) 925 


Development of a perioperative nursing | 


flow sheet (Null) 61 (Mar 95) 547 

Estimating the true costs of disposable and reusable. 
instruments (Mancuso) 62 (Jul 95) 39. Letter 62 
(Sep:95) 333 

Implementation of a regional pediatric trauma center 
(Schweer) 61 (Mar 95) 558 

Meeting infection control standards in the OR (Allen) 
62 (Oct 95) 595 | 

A nurse’s right to refuse a patient care assignment | 
(Kuhn) 62 (Sep 95) 412 

Outpatient vaginal hysterectomy as a new trend in 
gynecology (Bran) 62.(Nov 95) 810 


* program proposal for new technology assessment 


(Whittenburg) 61 (Feb 95) 391 
Reducing employee back injuries in the perioperative 
setting (Garb) 61 (Jun 95) 1046 


- Role redesign in perioperative settings (Wurstner) 


61 (May 95) 834 


_ Systems approach to resolving conduct issues among 
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staff members (Thorsness) 61 (Jan 95) 197 
Using a computerized scheduling system to predict 
procedure lengths (Bross) 61 (Jun 95) 1054 | 
MANDIBULAR NEOPLASMS 
Pediatric fibromatosis requiring mandibular resection 
and reconstruction (Steuer) 62 (Aug 95) 212 
MARKETING 
Be an activist—market your essential role in perioper-. 
ative patient care (Ed) (Giordano) 61 (May 9) 796 
MASKS 
_ Skin preps; herpes simplex lesions; size of i instrument 
sets; surgical masks; irrigation solutions i 
_ (Thompson) 62 (Sep 95) 439 
Surgical attire; recommended practices; biological 
monitors; sterile packages (CI) (Moss) 61 _ 95) 
869. Letter 62 (Aug 95) 164 
MATERIALS MANAGEMENT ra 
Minor surgery in cystoscopy rooms; mobile rack 


- - gtorage; OR construction; jewelry in ORs; open — 


sterile setups (CI) (Fogg) 62 (Jul 95) 102 


_ MEDICAL CARE TEAM see PATIENT CARE 


TEAM 
MEDICAL DEVICES TRACKING see PRODUCT | 
SURVEILLANCE 
MEDICAL ORGANIZATIONS 
American College of Surgeons, Nursing 
Management, American Academy of Nursing, 
Nursing Organization Liaison Forum, nurse attor- 
neys conference reports 61 (Jan 95) 222 


-MEGACOLON, CONGENITAL see HIRSCH- 


SPRUNG DISEASE 
METHODS IMPROVEMENT see CHANGE 
MANAGEMENT 


METHYLMETHACRYLATES 


Training for sales professionals; product endorse- 
ments; methyl methacrylate; AORN terminology 
(CI) (Moss) 62 (Nov 95) 815 

MEXICAN AMERICANS see HISPANICS 
MICROSURGERY 

Microsurgical transfer of vascularized tissue to close 

problem wounds (Lutz) 62 (Aug 95) 234 
MILITARY NURSING 

Perioperative perspective of a United Nations hatin 
itarian mission (Smith) 62 (Dec 95) 875° ~ 

A salute to the nurses of World War II (Breakiron) 62 
(Nov 95) 710 

MODELS, NURSING, THEORETICAL see 

NURSING MODELS, THEORETICAL 

MOHS SURGERY see MICROSURGERY 

MONITORING, FETAL see FETAL MONITORING 

MONOCLONAL ANTIBODIES see ANTIBODIES, 

MONOCLONAL 

MORALS 

_ Verbal abuse among OR staff members; RN reduc- 
tions; competency to practice; patient care conflicts 
Rs. (Hamblet) 61 (Feb 95) 400° 
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PATIENT CARE TEAM 


MUSCLE SPASTICITY 


_ Selective dorsal rhizotomy to decrease spasticity in 
cerebral-palsy 61 (Mar 95) 
514 

MUSIC 

The effect of humorous and musical distraction on 
__ + preoperative anxiety (Gaberson) 62 (Nov 95) 784 
Research Review. Music reduces stress and anxiety of 
patients in the surgical holding area (Watson) 62 
(Jul 95) 113 


_ MUSIC THERAPY 


Music therapy for patients. undergoing regional 
anesthesia (PI) 62 (Dec 95) 947 
NAILS 
Surgical attire; practices; 
monitors; sterile packages (CI) ~— 61 (May 95) 
869 | 
‘NEEDS ASSESSMENT 

A surgical services learning needs assessment — 

(Piatkowski) 62 (Aug 95) 251 
NETWORKING, PROFESSIONAL 

Networking Groups. Eighteen networking groups | 
meet to discuss emerging trends and special needs 
(Guthrie) 61 (Jun 95) 975 

NEUROSURGERY 

Home Study Program. Transsphenoidal adenomecto- 
my (McEwen) 61 (Feb 95) 321. Letter 61 (Jun 95) 
931. Response 61 (Jun 95) 931 

Interactive, image-guided, stereotactic neurosurgery 

-. systems (League) 61 (Feb 95) 360 

Neuroendoscopic laser-assisted ventriculostomy of 
the third ventricle (Williams) 61 (Feb 95) 345 

Selective dorsal rhizotomy to decrease spasticity in 


cerebral palsy (Hendricks-Ferguson) 61 (Mar 95) 514. 


NEWSLETTERS 
Creating effective chapter newsletters (PI) (Goodlett) 
62 (Sep 95) 436 
NO CODE ORDERS see RESUSCIT ATION ORDERS 
NOMENCLATURE 
Training for sales professionals; product endorse- 
ments; methyl methacrylate; AORN terminology — 
. (CT) (Moss) 62 (Nov 95) 815. 
NURSE ATTITUDES 
Perioperative nurses’ attitudes foward continuing 
_ education (Small) 61 (May 95) 852. Letter 62 (Jul 
- 95) 17. Response 62 (Jul 95) 17 | 
NURSE CLINICIANS see CLINICAL NURSE 
SPECIALISTS 
NURSE PRACTITIONERS | 
Perioperative nurse practitioners (Ladden) 61 (Jun 95) 
67. 
NURSES | | | 
_ Alcohol abuse and nurses (CC). (Markey) 61 (Mar 95) 


NURSING AS A PROFESSION 


Book Review. 25 Stupid Things Nurses Dot to Self 
Destruct (Garrett) 62 (Aug 95) 287 


-NURSING ASSESSMENT 


_ Presurgical testing improves patient care (PD 
(Salzbach) 61 (Jan 95) 210 
NURSING DIAGNOSIS | 
Development of a perioperative nursing diagnoses | 
flow sheet (Null) 61 (Mar 95) 547 
NURSING EDUCATION see EDUCATION, 
NURSING 
NURSING EDUCATION, BACCALAUREATE see 
EDUCATION, NURSING, BACCALAUREATE 
NURSING EDUCATION, CONTINUING see | 
EDUCATION, NURSING, CONTINUING 
NURSING EDUCATION, GRADUATE see. 
EDUCATION, NURSING, GRADUATE 
NURSING FUNCTIONS see NURSING ROLE 


_ NURSING HISTORY see HISTORY OF NURSING 
NURSING MODELS, THEORETICAL 
‘Book Review. Analysis and Evaluation of Conceptual 


Models of Nursing (Davis) 61 (May 95) 887 


_ NURSING ORGANIZATIONS 


American College of Surgeons, Nursing Manage- 
ment, American Academy of Nursing, Nursing 
Organization Liaison Forum, nurse attorneys confer- 
ence reports 61 (Jan 95) 222° 
NURSING PRACTICE, ADVANCED see 
ADVANCED NURSING PRACTICE 
NURSING ROLE | 
Nurses and physicians attempt to define collaboration 
and practice roles (Legis) (Avery):62 (Jul 7) 107 
OCCIPITAL BONE see SKULL 


OCCUPATIONAL EXPOSURE 


_ Training for sales professionals; prodact.endorse- 
ments; methyl methacrylate; AORN: terminology 
(CI) (Moss) 62 (Nov 95) 815 ; 


“OCCUPATIONAL HAZARDS 


Emotional distress suits brought after exposure to 
HIV (Law) (Murphy) 62 (Sep 95) 442 
OCCUPATIONAL SAFETY 
Employers and employees share the responsibility for 
ensuring the safety of today’s health care workers 
(Ed) (Giordano) 62 (Sep 95) 328 | 
Reducing employee back injuries in the perioperative 7 
setting (Garb) 61 (Jun 95) 1046 | 
OCCUPATIONAL STRESS see STRESS, 
OCCUPATIONAL 
OKLAHOMA 
A perioperative nurse’s perspective of a day that 
- changed lives (Patterson) 62 (Oct 95) 608 


OPERATING ROOM NURSING see 


PERIOPERATIVE NURSING 
OPERATING ROOM TECHNICIANS see 
SURGICAL TECHNOLOGISTS 
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(Wieczorek) 62 (Dec 95) 925 
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‘Instrument counts; washer/sterilizer use; processing 
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62 (Oct 95) 595 
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storage; OR construction; jewelry in ORs; open 
sterile setups (CI) (Fogg) 62 (Jul 95) 102 

Proposed recommended practices for safe care 
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surgical environment 62 (Sep 95) 455 | 
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and instrument counts o (Feb 95) 404. Letter 61 * 
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in the perioperative practice setting 62 (Aug 95) 273 


_ Proposed recommended practices for use and selec- 
tion of barrier materials for surgical gowns and 
drapes 62 (Sep 95) 449 

Surgical attire; recommended practices; biological 
monitors; sterile packages (CT) (Moss) 61 (May 95) 
869. Letter 62 (Aug 95) 164 

Training for sales professionals; product endorse- 
ments; methyl methacrylate; AORN terminology. 
(CI) (Moss) 62 (Nov 95) 815 

OPERATING ROOMS—UTILIZATION 

Scheduling surgical procedures; delays in surgery; 
OR reports; visitors in the OR; purchasing depart- 
ments (CI) (Applegeet) 61 (Jan 95) 252 

OPHTHALMIC SURGERY see SURGERY, EYE 
OR NURSE WEEK 

Let us respect and value each other as we ‘celebrate 
the nature of caring (PM) (Murphy) 62 (Nov 95) 
697 

ORAL SURGERY see SURGERY, ORAL 
ORGAN TRANSPLANTATION 

Book Review. Transplantation Nursing: Acute and 

Long-term Management (Logan) 62 (Oct 95) 662 
ORGANIZATIONS, MEDICAL see MEDICAL 
ORGANIZATIONS 


ORGANIZATIONS, NURSING see 
ORGANIZATIONS 
ORIENTATION PROGRAMS, EMPLOYEE see 
EMPLOYEE ORIENTATION 
ORTHOPEDIC SURGERY 
Book Review. Orthopaedic. remy: (Torresyap) 62 
(Jul 95) 115 | 
OUTCOMES RESEARCH 3 
- Outcomes research on one continuing education ~ 
activity (Brazen) 62 (Jul 95) 92. Letter 62 (Oct — 
505. Response 62 (Oct 95) 505 
OUTPATIENT SURGERY see AMBULATORY 
SURGERY | 
PACKAGE INSERTS see PRODUCT LABELING 
PAIN, POSTOPERATIVE see re 
PAIN 


PAPTLLOMA 


Laser ablation of recurrent ecvegeil papillomas in 4 
children (Andrews) 61 (Mar 95) 532 


PARALYSIS 


Absorbable gelatin powder injection for transient 
vocal cord paralysis (Miller) 61 (May 95) 821 
PARENTS 
Implementing a parent-present induction program 
(LaRosa-Nash) 61 (Mar95) 526. 


PARIETAL BONE see SKULL 


PASTORAL CARE see SPIRITUAL CARE 
PATHOGENS, BLOODBORNE see BLOODBORNE 
PATHOGENS ___. 
PATIENT APPOINTMENTS see 
AND SCHEDULES 
PATIENT CARE _ 
A multidisciplinary approach to intraoperative fire 
safety (Fennell) (PI) 62 (Oct 95) 636 
Physicians are my coworkers, not my clients (O) 
(Volin) 61 (Mar 95) 584. Letter 61 (May 95) 804 
Verbal abuse among OR staff members; RN reduc- 
tions; competency to practice; patient care conflicts 
(CI) (Hamblet) 61-¢Feb.95) 400 


_ PATIENT. CARE ANS 


Developing crit#€al pathways for the room 
(Wieczo 62 (Dec 95) 925 - 
PATIENT DUMPING see REFUSAL TO TREAT 
PATIENT EDUCATION | 
Book Review. Effective Patient Education (Markey) 
62 (Aug 95) 287 


PATIENT POSITIONING 


Proposed recommended practices for positioning the 
patient in the perioperative — setting 61 (Feb 
95) 414 
PATIENT RIGHTS 
The patient’s right to know (Law) (Owen) ol (May 
95) 864 


_PATIENT SAFETY 


Home Study Program. Laparoscopic electrosurgical 
- complications and their prevention (Tucker) 62 


973 


“AORN JOURNAL 


+, 

j 

i 


_PERIOPERATIVE CARE 


_ DECEMBER 1995, VOL 62, NO 6 


(Jul 95) 51 

Proposed recommended practices fon safe care © 
through identification of potential hazards in the - 
surgical environment 62 (Sep 95) 455. 


‘PATIENT SATISFACTION 


’ Developing an instrument for measuring patient 
satisfaction (Forbes) 61 (Apr 95) 737 
PATIENT SCHEDULES see APPOINTMENTS 
AND SCHEDULES 


PATIENTS, PROBLEM see PROBLEM PATIENTS : 


PATIENTS’ VISITORS see VISITORS TO 
PATIENTS 
PEDIATRIC CARE 
Implementation of a regional pedidttic trauma center 
(Schweer) 61 (Mar 95) 558 . Sine 
The spiritual needs of pediatric patients and their 
families (Fina) 62 (Oct 95) 556 


Children, chronic illness, and surgery—an inoperable 
combination without caring perioperative nurse 
champions (Ed) (Giordano) 61. (Mar 95) 471 
PEDIATRIC SURGERY 
- Home Study Program. Congenital idiopathic clubfoot 
deformities (Kyzer) 61 (Mar 95)'492 
Home Study Program. Pediatric tonsillectomy and 
adenoidectomy procedures (Smith) 62 (Dec 95) 887 
Implementing a parent-present induction program 
(LaRosa-Nash) 61 (Mar 95) 526 
» Laser ablation of recurrent laryngeal papillomas i in 
_- children (Andrews) 61 (Mar 95) 532 
Pediatric fibromatosis requiring mandibular resection 
and reconstruction (Steuer) 62 (Aug 95) 212 
Selective dorsal rhizotomy to decrease spasticity in 
cerebral palsy (Hendricks-Ferguson) 61 (Mar 95) 
514 
PENSIONS see SALARIES AND FRINGE BENEFITS 
PERCUTANEOUS TRANSLUMINAL ANGIO- 
PLASTY see ANGIOPLASTY, BALLOON _ 
PERCUTANEOUS TRANSLUMINAL CORO- 
NARY ANGIOPLASTY SEE ANGIOPLASTY, 
TRANSLUMINAL, PERCUTANEOUS CORO- 
NARY 
Substance abuse in the perioperative setting (CC) 
(Dillmann) 62 (Jul 95) 111 
Thermal regulation of patients during the periopera- 
tive period (Dennison) 61 (May 95) 827 
PERIOPERATIVE NURSING 
Active and associate AORN membership categories ~ 
examined (CR) (Shumaker) 62 (Sep 95) 420 
AORN position statement on perioperative care of 
patients with do-not-resuscitate (DNR) orders 61 
(Jun 95) 954 
Book Review. Perioperative Nursing Handbook | 
(Torresyap) 61 (May 95) 885 | 
Book Review. Perioperative Patient Care: The Nurs- 
ing Perspective (Volpicello) 61 (Mar 95) 592 
Business Proceedings. Dues increase, unlicensed 


assistive personnel, advanced practice top business 


issues this year (Giordano) 61 (Jun 95) 947 


Chemistry 101 provides a formula for creating 
perioperative nursing champions (Ed) (Giordano) 
61 (Jan,95) 14 

Competency-based orientation for registered periop- 

erative nurses (Speers) 62 (Oct 95) 567 

Developing competency-based. perioperative orienta- 

- tion programs (Schramm) 62 (Oct 95) 579 

Does perioperative nursing include caring? (O) 
(Burchiel) 62 (Aug 95) 257 — 

Fostering consumer demand for perioperative regis- 
tered nurses is a top priority for AORN members 
(PM) (Murphy) 61 (Jun 95) 924 | 

A historical decline of educational perioperative 

_ Clinical experiences (Wagner) 62 (Nov 95) 771. 

Home Study Program. Perioperative nursing interven- 
tions for intravascular stent Joana (Allen) 61 
(Apr 95) 689 

Perioperative nurses’ perceptions of caring practices 
(McNamara) 61 (Feb 95) 377 

The perioperative nurse’s role in anesthesia manage- 
ment (Stein) 62 (Nov 95) 794 

. Role.redesign in perioperative settings (Wurstner 
61 (May 95) 834 
A surgical services learning needs eneinens 
(Piatkowski) 62 (Aug 95) 251 

We are citizens of the perioperative nursing world — 

_ (PM) (Murphy) 62 (Dec 95) 861 


PERIOPERATIVE NURSING—EDUCATION 


Implementing a baccalaureate perioperative nursing 
elective (Long) 61 (Feb 95) 372 | ; 

Périoperative nurse practitioners (Ladden) 61 (Jun 95) 

1067. 

A Project Alpha program for smaller chapters (Hen- 
derson) 61 (May 95) 845 . 


PERIOPERATIVE NURSING—STANDARDS 


. AORN position statement on unlicensed assistive 
personnel 61 (Jun 95) 


Dental surgery standards for perioperative nurses 


_ (Sanders) 62 (Aug 95) 227 
Proposed recommended practices for positioning the. 
"patient in the perioperative practice setting 61 (Feb © 
95) 414 | 
Proposed recommended practices for traffic patterns: 
in the perioperative practice setting 62 (Aug 95) 273 


_ PERIPHERAL VASCULAR DISEASES — 
Study Program. Angioplasty with stent place- 


_ Ment in peripheral arterial occlusive disease (Hen- 
derson) 61 (Apr 95) 671 . 

Home Study Program. Perioperative nursing interven-" 
tions for intravascular stent placement (Allen) 61 
-(Apr.95) 689 

PERSONNEL, HEALTH, UNLICENSED see 

HEALTH PERSONNEL, UNLICENSED 

PERSONNEL LOYALTY 

Research Review. Reconceptualizing 

commitment (Gaberson) 61 (May 95) 881 


PEST CONTROL 


Open sterile supplies; dress codes; eyeglass holders; - 
insect control; sterile sleeves; compression stock- 
ings (CI) (Thompson) 62 (Dec 95) 939 
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PHARMACY AND PHARMACOLOGY 
Book Review. Understanding:Basic Pharmacology: 
Practical Approaches for Effective Application — 
(Fortunato) 61 (Feb 95) 427 | 
— artery chemoembolization therapy for hepatic 
- tumors (PP) (Rospond) 61 (Mar 95) 573 
PHYSICAL EXAMINATION, a see 
DIAGNOSTIC TESTS, ROUTINE . : 
PITUITARY NEOPLASMS 
- Home Study Program. Transsphenoidal adenomecto- 
my (McEwen) 61 (Feb 95) 321. Letter 61 (Jun 95) 
931. Response 61 (Jun 95)931 | 
PLANNING, STRATEGIC see STRATEGIC 
PLANNING 
PLEURAL EFFUSION 
Tale poudrage for treatment of pleural effusion in 
selected patients (Tampinco-Golos) 62 (Jul 95) 83 
Letter 62 (Sep 95) 333. Response 62 (Sep 95) 333 


_ POPULATION DISTRIBUTION see DEMOGRAPHY 


POSITIONING OF PATIENTS see PATIENT 
POSITIONING 
POSTOPERATIVE PAIN 
- Barriers to pain management in elderly surgical 
patients (EC) (Moddeman) 61 (Jun 95) 1073 
~ Research Review. A comparison of the effects of jaw 
_relaxation and music on postoperative pain (Allen) 
; 62 (Oct 95) 661 
POWDERS 
Absorbable gelatin powder injection for transient 
- vocal cord paralysis (Miller) 61 (May 95) 821 
Talc poudrage for treatment of pleural effusion in 
_ Selected patients (Tampinco-Golos) 62 (Jul 95) 83 
Letter 62 (Sep 95) 333. Response 62 (Sep 95) 333 
PRACTICE GUIDELINES 
Member consultations; new services from the Center 
for Nursing Practice; other information sources for 
nurses (CI) (Thompson) 61 (Jun 95) 1076 
. Surgical attire; recommended practices; biological - 
monitors; sterile packages (CI) (Moss) 61 (May 95) 
BB, 
PREADMISSION TESTS see DIAGNOSTIC 
TESTS, ROUTINE 
PRECEPTORSHIP 
A Project Alpha program for smaller chapters (Hen- 
_ derson) 61 (May 95) 845 
PREGNANCY COMPLICATIONS—SURGERY 
' Surveyed use of fetal and uterine monitoring during 
maternal surgery (Kendrick) 62 (Sep 95) 386 
PREOPERATIVE CARE 
The effect of humorous and musical distraction on 
_ preoperative anxiety (Gaberson) 62 (Nov 95) 784 
PREOPERATIVE EDUCATION | 
Evaluating a revised self-efficacy scale for preopera- 
tive patients (Oetker-Black) 62 (Aug 95) 244 | 
Presurgical testing improves patient care (PI) | 
(Salzbach) 61 (Jan 95) 210 
PREOPERATIVE SKIN CARE see SKIN PREPA- 
RATION, SURGICAL 
_PRIMARY HEALTH CARE 
Nurses and physicians attempt to define collaboration 
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and practice roles (Legis) (Avery) 62 (Jul 95) 107 
PRIZES see AWARDS AND PRIZES 
PROBLEM PATIENTS 
Research Review. Perceived patient deviance and 
avoidance by nurses (Leske) 62 (Oct 95) 660 
PRODUCT EVALUATION 
Film Review. Making an appropriate choice: Protec- | 
tive draping and gowning products (wae 61 
(Feb 95) 425 
Training for sales professionals; product endorse- 
ments; methyl methacrylate; AORN terminology — 
(CI) (Moss) 62 (Nov 95) 815 ~ 
PRODUCT LABELING 
Off-label use; reprocessing single-use items; evacuat- 
ing surgical smoke; maintaining prearranged sterile 
setups (CI) (Fogg) 61 (Mar 95) 581 
PRODUCT SURVEILLANCE 
A successful device tracking program (PI) (Weed) 62 
(Aug 95) 260 
PROFESSIONAL COMPETENCE 
Advanced practice nurse competency statements 61 
(Jan 95).64 
PROFESSIONAL IMPAIRMENT see IMPAIR- 
MENT, HEALTH PROFESSIONAL | 
PROFESSIONAL INCOMPETENCE see PROFES- 
SIONAL COMPETENCE 


PROFESSIONAL NETWORKING see NETWORK- 


ING, PROFESSIONAL 
PROFESSIONAL ROLE 
Role redesign in perioperative settings (Wurstner) 
61 (May 95) 834 


_. PROPOSAL WRITING 


Book Review. Grant Application Writer’s Handbook 
(Seifert) 62 (Nov 95) 822 
PROSTATIC NEOPLASMS 
Home Study Program. Cryosurgical bleating of the 
prostate (Keetch) 61 (May 95) 807. Letter 62 (Sep 
95) 334 | 
PROTECTIVE CLOTHING 
Barrier protection and latex allergy associated with 
surgical gloves (Korniewicz) 61 (Jun 95) 1037 
Cover gowns; surgical hand scrubs; smoke evacua- 
tors; operative record abbreviations; open sterile 
_ setups (CI) (Smith) 61 (Apr 95) 753 
Proposed recommended practices for use and selection 
of barrier materials for surgical gowns and drapes 
62.(Sep 95) 449 


PTCA see ANGIOPLASTY, TRANSLUMINAL, 


PERCUTANEOUS CORONARY 
PUERTO RICANS see HISPANICS 
PURCHASING DEPARTMENT 
Scheduling surgical procedures; delays in surgery; 
OR reports; visitors in the OR; purchasing depart- 
ments (CI) (Applegeet) 61 (Jan 95) 252 
QUALITY IMPROVEMENT 
Meeting infection control standards in the OR (Allen) 
62 (Oct 95) 595 3 
QUESTIONNAIRES 
Developing an instrument for measuring patient satis- 
faction ee 61 (Apr 95) 737 
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RADIOISOTOPES 
Home Study Program. Radiolabeled monoclonal anti- 
bodies (Brumley) 62 (Sep 95) 343 
-RATING SCALES see SCALES : 
RECONSTRUCTIVE SURGERY see SURGERY, " 
RECONSTRUCTIVE | 
RECORDS see DOCUMENTATION _. 
REFLUX, GASTROESOPHAGEAL see 
GASTROESOPHAGEAL REFLUX 
REFUSAL TO TREAT : 
A nurse’s right to refuse a patient care assignment 
(Kuhn) 62 (Sep 95) 412 : 
REGIONAL ANESTHESIA see ANESTHESIA, 
‘CONDUCTION 
REGURGITATION, GASTRIC see 
GASTROESOPHAGEAL REFLUX 
REIMBURSEMENT, HEALTH INSURANCE see 
INSURANCE, HEALTH, REIMBURSEMENT .| 
RESEARCH 
Cleanability of hybrid laparoscopic instruments (Mar- 
 Jow) 62 (Jul 95) 32 
Research Review. Cardiac catheterization: The 3 
patients’ perspective (Leske) 62 (Nov 95) 819 - 
Research Review. A comparison of the effects of jaw 
relaxation and music on postoperative pain (Allen) 
62 (Oct 95) 661 | 
Research Review. Conducting a group research pro- 
ject: Learning from our mistakes (Girard) 61 (Mar 
95) 589 
Research Review. Development of discharge infor- 
mation for recovery after coronary artery bypass _ 
surgery (Gaberson) 61 (Mar 95) 586 
Research Review. Economic impact of the CNS: 
Practitioner role (Shoup) 61 (Apr 95) 746 
Research Review. Exclusion of certain groups from 
_ Clinical research (Gaberson) 61 (Jan 95) 240 
__ Research Review. Gender differences in recovery after 
_. coronary artery surgery (Girard) 61 (Apr 95) 745 
Research Review. Improving patient outcomes 
through system change: A focus on the changing 
roles of healthcare organization executives (Gaber- 
son) 62 (Oct 95) 658. Correction 62 (Dec 95) 
Research Review. Knowledge and presence: 
Accountability as described by nurses and surgical 
patients (Gaberson) 62 (Nov 95) 820 


Research Review. Music reduces stress and anxiety of . 


patients in the surgical holding area (Watson) 62 
(Jul 95) 113. 

Research Review. Perceived patient deviance and 
avoidance by nurses (Leske) 62 (Oct 95) 660 

Research Review. Quantification of occupational 
latex aeroallergens in a medical center (Fay) 61 _ 
(May 95) 879 

Research Review. A randomized clinical trial of the 
effects of bed position _— PTCA (Leske) 62 (Aug 
95) 285 


Research Review. Reading research critically: 
Assessing the validity and reliability of research 
instrumentation—Parts ] and 2 (Shoup) 61 (Jun 95) 
1083 

Research Review. Reconceptualizing organizational 
commitment (Gaberson) 61 (May 95) 881 

Research Review. Risk factors in elective laparoscop- 
ic cholecystectomy for conversion to open eo 

. tectomy (Fay) 61 (Feb 95) 425 

; Research Review. SGNA endoscopic disinfectant sur- 
~ vey (Shoup) 62 (Aug 95) 283 
Research Review. Smoking behaviors of women after 
* diagnosis with lung cancer (Allen) 62 (Oct 95) 659 
Research Review. A study of practices of handling 
and opening suture packets in the operating room 
(Watson) 61 (Jan 95) 239 | 

Residual organic debris on processed surgical instru- 
ments (Descoteaux) 62 (Jul id 23. Letter 62 sini 
95) 334 

RESEARCH, NURSING 
. A comparison of two skin preps used in cardiac surgi- 
cal procedures (Hagen) 62 (Sep 95) 393 

Demographics and patient treatment choice in stage I 
breast cancer (Graling) 62 (Sep 95) 376 

Developing an instrument for measuring patient satis- 
faction (Forbes) 61 (Apr 95).737 

The effect of humorous and musical distraction on 
preoperative anxiety (Gaberson) 62 (Nov 95) 784 

Effects of intraoperative manual descending com- 
pressions on saphenous vein incision healing 
(Moody) 62 (Dec 95) 913 

A historical decline of educational perioperative clini- 

_ cal experiences (W agner) 62 (Nov 95) 771 

How one chapter successfully created a nursing 
research committee 61 (Jun 95) 1062 
_ Minimizing patients’ hypothermia‘and bleeding after 
cardiac surgery (Lewis-Sims) 61 (Apr 95) 731 
Music therapy for patients undergoing regional 
-_ anesthesia (PI) (Eisenman) 62 (Dec 95) 947 

Nurses’ educational preparation and attitudes toward 
cost containment (Robinson) 62 (Sep 95) 404 

Outcomes research on one continuing education. - 
activity (Brazen) 62 (Jul 95) 92. Letter'62 (Oct 95) 
505. Response 62 (Oct 95) 505 — 

Perioperative nurses’ attitudes toward continuing 
education (Small) 61 (May 95) 852. Letter 62 (Jul 
95) 17. Response 62 (Jul 95) 17 

Perioperative nurses’ perceptions of caring practices . 

_ (McNamara) 61 (Feb 95) 377 | 

Research Posters: Winning research posters focus on 
professional issues, perioperative nursing education, 
clinical practice issues (Giordano) 61 (Jun 95) 979 

A surgical services learning needs assessment 
(Piatkowski) 62 (Aug 95) 251 

Surveyed use of fetal and uterine monitoring during 
maternal surgery (Kendrick) 62 (Sep 95) 386 _ 
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RESEARCH SUPPORT | 
Nurse Education Act and National Institute for Nurs- 
_ ing Research funding in jeopardy (Legis) (Avery) 
62 (Aug 95) 279. Letter 62 (Oct 95) 505 
RESPONSIBILITY see ACCOUNTABILITY 
RESUMES 
Book Review. Resumes and Personal Stasessctits for 
Health Professionals (Clayton) 61 (Apr 95) 749 


RESUSCITATION ORDERS 


AORN position statement on perioperative care of 
patients with do-not-resuscitate — orders 61 
(Jun 95) 954 ° 

RHIZOTOMY 
Selective dorsal rhizotomy to spasticity in 
_ cerebral palsy (Hendricks-Ferguson) 61 (Mar 95) © 
RIGHT TO TREATMENT see PATIENT RIGHTS . 
RISK MANAGEMENT 

Book Review. High Technology in Health — Risk 

een Perspectives (Carter-Lyon) 62 (Jul 95) 


115 
i RN FIRST ASSISTANT 


_ AORN recommended education standards for RN 
first assistant programs 61 (Mar 95).476. Letter 62 
95) 164 
A summary of AORN’ s efforts achieving 
recognition and reimbursement for RN first assis- 
tants (Legis) (Palmer) 61 (Feb 95) 431 
RN MIX A 
Verbal abuse among OR staff members; RN reduc- 
tions; competency to practice; patient care conflicts 
(CI) (Hamblet) 61 (Feb 95) 400 | 
ROTATOR CUFF 
Home Study Program. Arthroscopic gotator cuff 
repairs — suture anchors (Farrall) 62 (Nov 95) 
- 739 
SAFETY 
A multidisciplinary approach to intraoperative fire 
safety (Fennell) (PI) 62 (Oct 95) 636 . 
SAFETY GLASSES see EYE PROTECTIVE 
DEVICES 
SAFETY, LASER see LASER SAFETY — 
SAFETY, OCCUPATIONAL see ATIONAL 
SAFETY 
SAFETY, PATIENT see PATIENT SAFETY 
SALARIES AND FRINGE BENEFITS 
State health care reform blocked by federal legislation - 
(Legis) (Avery) 61 (Apr 95) 755 | 
SALESPERSONS see SELLERS AND SELLING 


_SAPHENOUS VEIN 


Effects of intraoperative manual descending com- 
pressions on saphenous vein incision healing 
(Moody) 62 (Dec 95) 913 

SATISFACTION, PATIENT see PATIENT SATIS- 

FACTION 

SCALES | 


Evaluating a revised self-efficacy scale for preopera- 
tive patients (Oetker-Black) 62 (Aug 95) 244 
SCALP 
Scalp replantation after traumatic injury (Rivera) 62 
95) 175 
SCHEDULES, PATIENT see APPOINTMENTS 
AND SCHEDULES 
SCHOLARSHIPS see TRAINING SUPPORT, 
FINANCIAL 
SCRUB NURSES see PERIOPERATIVE NURSING 
SEDATION, CONSCIOUS see 
SEDATION 


‘SELF-EFFICACY 


Evaluating a revised self-efficacy scale for preopera- 
tive patients (Oetker-Black) 62 (Aug 95) 244 
SELLERS AND SELLING 
Training for sales professionals; product endorse- 
ments; methyl methacrylate; AORN terminology 
(CI) (Moss) 62 (Nov 95) 815 
SEXUAL HARASSMENT . 
Film Review. Sexual harassment in healthcare: © 
Relearning the rules (Bray) 61:(Jun 95) 1083 
SIAMESE TWINS see TWINS, CONJOINED 


SKILLED NURSING FACILITIES 


Book Review. Subacute Care: The Definitive Guide _ 
to Hospital-Based Nursing Facilities (Nelson- 
Conley) 62 (Nov 95) 823 

SKIN PREPARATION, SURGICAL | 
_A comparison of two-skin preps used in cardiac surgi- 
cal procedures (Hagen) 62 (Sep 95) 393 ad 7 

Skin preps; herpes simplex lesions; size of instrument ~ 
sets; surgical masks; irrigation solutions (C1) 
(Thompson) 62 (Sep 95) 439 

SKULL 

Home Study Transsphenoidal adenomecto- 
my (McEwen) 61 (Feb 95) 321. Letter 61 (Jun 95) 
931. Response 61 (Jun 95) 931 

SMALL INTESTINE see INTESTINE, SMALL 
SMOKE 

Cover gowns; surgical hand scrubés smoke evacua- — 
tors; operative record abbreviations; open sterile 
setups (CI) (Smith) 61 (Apr 95) 753 © 

Off-label use; reprocessing single-use items; evacuat- 
ing surgical smoke; maintaining prearranged sterile 
setups = (Fogg) 61 (Mar 95) 581 | 

SMOKIN 

Review. Smoking of women after 
diagnosis with lung cancer (Allen) 62 (Oct 95) 659 

SOCIAL IDENTITY 

. Film Review. Cultural diversity in healthcare: A 
different point of view. (Hamilton) 62 (Jul 95) 113 


-SOCIETIES, MEDICAL see MEDICAL SOCIETIES 


SOCIETIES, NURSING see NURSING SOCIETIES 
SPANISH AMERICANS see HISPANICS 
SPASTICITY, MUSCLE see MUSCLE SPASTICITY 
SPHENOID BONE see SKULL 
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SPIRITUAL CARE 
The spiritual needs of pediatric patients and their 
| families (Fina) 62 (Oct 95) 556 : 
SPONGES, SURGICAL see SURGICAL SPONGES 
STAFF DEVELOPMENT 


Book Review. Nursing Staff peveipeen: (Lewis) 61 


(Jun 95) 1085 : 
STAFF DEVELOPMENT INSTRUCTORS 
Helpful information for new clinical nurse educators 
(PI) (Stein) 62 (Jul 95) 101 
_ STAPHYLOCOCCUS AUREUS 


Surgical patients with multiaptibiotic-resistant bacte- 


ria (Ronk) 61 (Jun 95) 1023 
STENTS 
Home Study Program. Angioplasty with stent ice, 
ment in peripheral arterial occlusive disease ——— 
son) 61 (Apr 95) 671 
Home Study Program. Perioperative nursing interven- 
tions for intravascular stent placement’ (Allen) -. 
(Apr 95) 689 
STEREOTAXIC TECHNIQUES 
Interactive, image-guided, stereotactic neurosurgery 
systems (League) 61 (Feb 95) 360 
STERILITY see INFERTILITY 7 
STERILIZATION AND DISINFECTION 


Cleanability of hybrid laparoscopic instruments (Mar- | 


low) 62 (Jul 95) 32 
Climate control; high-level disinfection; implants; 
_ terminal cleaning of ORs; surgical scrub areas (CI) 
(Fogg) 62 (Oct 95) 646 
Film Review. The principles of washing (Hamilton) 
_ 61 (Apr 95) 745 
Instrument counts; washer/sterilizer use; processing 
units; laser safety; blood spills on surgical records 
(CI) (Moss) 62 (Aug 95)-266 
Off-label use; reprocessing single-use items; evacuat- 
ing surgical smoke; maintaining prearranged — 
setups (CI) (Fogg) 61 (Mar 95) 581 
Proposed recommended practices for selection and 
use of packaging systems 61 (Mar 95) 605 
Residual organic debris on processed surgical instru- 
ments (Descoteaux) 62 (Jul 95) 23. Letter 62 (Sep 
95) 334 
_ Surgical attire; recommended practices; biological mon- 
ke itors; sterile packages (CI) (Moss) 61 (May 95) 869 
STOCKINGS, COMPRESSION see COMPRES- 
GARMENTS 
STRATEGIC PLANNING 
Progress on AORN’s strategic plan demonstrates our 


continued commitment (PM) oe 62 (Aug 95) . 


151 
STRESS, OCCUPATIONAL 
Book Review. The Stress of Nursing: Meeting the. 
Challenge (Phillips) 62 (Oct 95) 664 


_ STRESS, PSYCHOLOGICAL 


Emotional distress suits brought after exposure to 


STROKE see CEREBRAL VASCULAR ACCIDENT 


~ SURGERY, HEART see HEART SURGERY 


SURGERY, VASCULAR see VASCULAR 
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HIV (Law) (Murphy) 62 (Sep 95) 442 
When health care champions. become crispy, curly , 
french fries, it’s time for a reality check (Ed) - 

(Giordano) 61 (Jun 95) 928 


SUBPOENAS see LEGAL PROCEDURE 
SUBSIDIES, RESEARCH see RESEARCH SUPPORT 
SUBSTANCE ABUSE 

_ Substance abuse in the perioperative setting (C@) 
(Dillmann) 62 (Jul-95) 111 

SURGERY, AMBULATORY see AMBULATORY 

SURGERY 

SURGERY, EYE 

_ Book Review. The American Society of Ophthalmic 
Plastic and Reconstructive Surgery: The First 25 Years: 
1969-1994; History of Ophthalmic Plastic Surgery: 
2500 BC-AD 1994 (Clamon) 61 (Jun 95) 1085 


SURGERY, LAPAROSCOPIC 
Cleanability of hybrid laparoscopic instruments (Mar. 
low) 62 (Jul 95) 32 
Home Study Program. Laparoscopic 
complications and their prevention 62 (Jul 
51 
Laparoscopic Nissen fundoplication to treat gastroe- 
' sophageal reflux (Stengel) 61 (Mar 95) 483. Correc- 
tion 61 (May 95) 804 
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